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USMISSION BERLIN 

CONFIDENTIAL USMISSION OECD PARIS 12003 
EXCON 

E. O. 11652: XGDS-1 
TAGS: ESTC, COCOM, GE 

SUBJECT: FEDREP PTFE HOSES TO GDR - IL 1 142 

REF: A. SCOM DOC (73) 356; B. STATE 27772; C. OECD PARIS 6425 

1. DURING COURSE OF BILATERAL CHECK INTO STATUS OF REF A 
WITH GERDEL , SOME QUESTION AROSE WHETHER LATTER' S 
INSTRUCTIONS WERE CORRECTLY REFLECTED IN WHAT HE HAD TOLD 
US IN MID- MARCH ( REF C). HE NOW CONFIRMS THAT HOSE IS 
REINFORCED, BUT STATES IT IS DESIGNED FOR MAXIMUM PRESSURE 
OF 1778 PSI. 

2. SINCE THIS IS APPARENTLY AT VARIANCE WITH DISCRETION 

IN REF B, REQUEST INSTRUCTIONS. ATTENTION DRAWN TO SMALL QUANTITY 
INVOVED. 

BROWN 

CONFIDENTIAL 
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